

(; j 


date: 12/1/77 



•IA r^R <41 4C % 1I 101. 1 1. 4 

UNITED STATES GOV *MENT 

Memorandum 

to : The Associate Dirdt&Jrv 

D ' 

»*o* : Legal CounklJ^/ 

CP < V 

subject: HOUSE SELECT COMMITTEE ON ASSASSINATIONS 


The purpose of this memorandum is to advise of 
contact with Mr. G. Robert Blakey, Chief Counsel, captioned 
Committee , regarding the number of requests that will be 
directed to the FBI by captioned Committee in the near future. 

DETAILS : 

‘ On November 28, 1977, SAs Drew J. Clark and John T. 

Aldhizer III of the Special Investigative Division, and 
Danny 0. Coulson of the Legal Counsel Division, met with 
Mr. Blakey to discuss the number of requests that will be 
forthcoming from the Committee. Mr. Blakey advised that the 
Committee had decided to concentrate its efforts with regard 
to the assassination of President John F. Kennedy into areas 
regarding the association of Jack Ruby with various organized 
crime figures. The Committee will explore the possibility 
that Ruby may have been part of a conspiracy that involved 
Lee Harvey Oswald. Mr. Blakey further advised that the Com- 
mittee will be conducting a "grand jury type investigation" * 
into Ruby's associates and activities and emphasized the need 
for timely response from the FBI to Committee inquiries . 

Mr. Blakey advised that the FBI's responses in the past have 
been adequate for the Committee's needs, however, with regard 
to this new area of inquiry a delay in response could jeopard- 
ize the Committee's efforts. He indicated that the Committee 
will be calling numerous individuals to testify and that quick 
access to FBI information is absolutely essential to the Gom^ f 
mittee. He stated that he would like to submit request' 
the FBI on the Monday -of each week in' order to r^ceive^ 
response on the following Friday. (j> - t / / 






Vs 131 

- Mr. 

Adams 

1 - Mr. Foster 

- Mr. 

McDermott 

1 - Mr. Sharp 

- Mr. 

Moore 

1 - Mr. Mintz 

- Mr. 

Monahan 

2 - Mr. Hotis 

- Mr. 

Pef&lman 

1 - Mr. Coulson 
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5) E.B Buy $$%mvings Bonds Regularly on the Payroll Savings Plan 
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Legal Counsel to Associate Director memo 
Re:. HOUSE SELECT COMMITTEE ON ASSASSINATIONS 


Mr. Blakey advised that he was bringing this to the 
FBI's attention so that consideration could be given regarding 
the manpower needs that would be required to respond in this 
fashion. He indicated that the Ruby inquiries will begin in 
approximately three weeks and will last for about five months. 


RECOMMENDATIONS : 

(1) That the Special Investigative Division furnish 
its views regarding the adequacy of manpower and the ability to 
respond to the Committee's request in the time frame outlined _ 
by Mr. Blakey. ' 
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Otp. AO Adm_ 
Dtp. AD !■*._ 


Uboutory— 


(2) That the Legal Liaison and Congressional Affairs 
Unit, Legal Counsel Division, consider its manpower needs in 
light of these developments. 




APPROVED! 

DlnuHr- — 

Auk- Otr.- 

Deis AD Aiw- 

Dtp. AO Inv — 
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.n hrumm sre mJaESH^^ 

The Congressional Inquiry ^“ r i"oiy’‘tgent» , two 

stenographers £»§£?, P^'^rarily 

Subsequently , lection. These two research 

analysts bttfhave returned to PO!A^ As of ^agents (one agent 
complement of the CIO 1. « on. un two research 
analyst s^ ( GS-7^ Inf three ’service and support personnel. 

In view Of the an tic mated lnere ase g |n ^"^fwls 
and with a short deadline to resp Dlreo tor fill * n " altE 

made with Inspector - Deputy as ^ the tw0 research analysts 
McCreight who advised 12/6/77* assigned to the CIU might 

who had previously been e £ e *t of^a heavy increase of 

be temporarily reassigned i: already been submitted requesting 
workload. A memorandum has already currently under transfer to 

a replacement for SA John T. . t0 the requests from the 

Albany. In order ^°^^ience in handling previous requests 

g c !; css- «”• *» »*>».„ 

srrs “,K". - >« » 

be made in five months. 
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addendum 


prrnnns MANAGEMENT_DIVIS^ 


gJFssas 1/V?_8_ 


Since Speciai -Stenographer assigned to 

12 / 1/11 3 the only experienced cl |" r |n A .Sutherland , is being 

the Congressional 1 A^Wperienced Clerk-Stenographer 

transferred to Division Si • e _ 8ary . SA Drew J. Clark is 
for Sharon A. Sutheriand la ««” n ^ tlon with the Kennedy 

four 8 weeks* Tte'mpo-r" replacement for three to four weeks 
for SA Clark is necessary. 

The Congressional Inquiry Unit r ^ e ^ese requests 

HSCA since 12/1/77, 19 80 Individual requests, 

dated 12/16/77, j! , contains 16 requests one of 

Another request dated . ir La cosa Nostra rr ° m 

ihlch requests access for^he Quires a thorough review 

1/1/64. through 4/1/65- ^ Xeroxing the file and 

of the file for excising ^ zed Crime Section information 
coordinating with ?o^he HSCA* According to ^formation 
that will furnished to the n f Counse i and Director, 

recently received from Mr. j5 rst or second week in 

HSCA, hearings are Kennedy assassinations. These 

January in both the King three days a week and will 

hearings ‘numerous requests of th. 

result a according to Biaxey, ^ unable to fuiriix 

Bureauwlth short deadlines If the® ^ a ii likelihood the 
its commitments b »?* d ln part, was due to the FBI to 

m view of bbe a ‘ b °^- r “ y 1 baSi t i» h Jus^fied and 
additional personnel on a tempor 




